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WASHINGTON, D.C. 20808. 


Review Staff: 75/3506/1 
20 November 1975 


Mr. A. Searle Field 

Staff Director 

Select Committee on Inteidigeuce 
House of Representatives 
Washington, D.C. 20515 

Dear Mr. Field: 

In response to Mr. Rushford's 20 November request 
to review the National Intelligence Estimate on the 
Soviet Union, this is to inform you that we consider 
action on this request complete as of this date. Mr. 
Rushford read the NIE on the morning of 20 November. 

. STATINTL 


Sincerely, 


pT 


Review Staff 
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